PVM-8041Q 

8-inch Portable Color Video Monitor 

■ 8" Trinitron® color monitor 

■ AC/DC operation 

■ 250 lines horizontal resolution 

■ Beam current feedback for stable white balance 

■ Composite, Y/C and RGB/Component inputs 

■ Blue only mode for easy chroma/phase adjustment 

■ 3 audio inputs 

■ Underscan capability 

■ 19" rack mount capability with optional MB-507 

Optional Accessories 

NB-1B 

Battery 

BC-1WD 

Charger unit for 4 NP-1 B 

MB-507 

Rack kit (5 rack units high) 

MB-509 

Blank panel 




